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ABSTRACT OF THE DISCLOSURE 

There is disclosed herein a system for adding and sub- 
tracting binary numbers by adding or subtracting a num- 
ber contained in one binary counter or register, from or 
to a number contained in a second counter. The output 
of each stage of the first counter is directly coupled to 
the input of its binary equivalent stage of the second 
counter. The outputs from the first counter’s binary 
stages trigger the second counter’s binary stages. If the 
second counter is a forward counter addition is per- 
formed; if the second counter is a backward counter 
subtraction is performed. 


The invention described herein was made by employees 
of the United States Government and may be manu- 
factured and used by or for the Government for govern- 
mental purposes without the payment of any royalties 
thereon or therefor. 

Methods and apparatus for adding and subtracting 
binary numbers are well known. The devices are nor- 
mally used in computer systems to perform arithmetic 
computations. Normally, one number is placed in one 
counter or register and the second number is placed in a 
second counter or register. The numbers are then added 
or subtracted in binary adding and subtracting networks 
as desired. Hence, prior art devices for adding or sub- 
tracting normally require a minimum of two counters 
or registers and an tddition or subtraction network. 

Because of this requirement for separate electronic 
networks to add and subtract binary numbers, prior art 
devices are unreliable to the extent that they use addi- 
tional components to perform the addition and subtrac- 
tion functions, and each additional component reduces 
the reliability of the overall system. Moreover, addi- 
tional components add to the size and weight of the 
system. These factors become important when a com- 
puter incorporating addition and subtraction circuits is 
used in certain environments. Specifically, when the com- 
puter is used aboard an orbiting satellite or other type 
of space vehicle, the reliability, size, and weight of the 
system become of more vital importance. Hence, it is de- 
sirable to reduce the size and weight and improve the 
reliability of computer addition and subtraction systems 
for use in this or other similarly remote environments. 

It is an object of this invention to provide new and 
improved binary addition and subtraction systems. 

It is also an object of this invention to provide new 
and improved binary addition and subtraction systems 
which do not require the use of separate addition and 
subtraction networks. 

It is also an object of this invention to provide a new 
and improved binary addition network wherein the num- 
ber to be added is directly inserted into a counter con- 
taining the number to which it is to be added. 

It is still a further object of this invention to provide 
a new and improved binary subtraction network where- 
in the number to be subtracted is directly subtracted 
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from a counter containing the number from which it is 
to be subtracted. 

It is a still further object of this invention to provide 
a new and improved binary adder or subtractor that is 
5 small, lightweight, and reliable. 

In accordance with a principle of the invention, a novel 
binary adder circuit is provided by coupling the output 
of each stage of a first counter or register to the trigger 
input of equal valued stages of a second counter. That 
10 is, coupling the lowest value binary stage of the first 
counter to the lowest value binary stage of the second 
counter results in adding the lowest digit of the num- 
ber in the first counter to the second counter. Further, 
the same stage-to-stage coupling for each stage results 
15 in adding the number in the first counter to the number 
in the second counter. More specifically, coupling the 
second valued stage of the first counter to the second 
valued stage of the second counter results in adding the 
second valued digit. Coupling the third valued stage of 
20 the first counter to the third valued stage of the second 
counter results in adding the third valued digit. In this 
manner, a novel system is provided for adding the num- 
ber in the first binary counter to the number in the 
second binary counter without the use of a separate add 
25 circuit. 

In accordance with a further principle of the invention, 
the number in the first counter can be subtracted from 
the number in the second counter if the second counter 
is a backward counter; that is, subtraction occurs if the 
30 second counter reduces its number each time an input 
signal is applied to its stages. By coupling the output of 
each stage of the first counter to the input of its equal 
valued stage in the second counter, the number in the 
first counter is directly subtracted from the number 
35 in the second counter. 

It will be appreciated by those skilled in the art and 
others that the foregoing system provides a very simple 
means of adding or subtracting binary numbers. In 
essence, all that is required is a direct coupling between 
40 equal valued stages of the two counters. If the second 
counter is a forward counter addition occurs; and if the 
second counter is a backward counter subtraction occurs. 

The foregoing objects and many of the attendant ad- 
vantages of this invention will become more readily 
4a appreciated as the same become better understood by 
reference to the following detailed description when 
taken in conjunction with the accompanying drawings, 
wherein: 

50 FIG. 1 is a block diagram illustrating a conventional, 
prior art, binary counter; 

FIG. 2 is a block diagram illustrating the general con- 
cept of this invention; 

FIG. 3 is a block diagram illustrating one system made 
-- in accordance with the invention for adding one binary 
number to a second binary number; 

FIG. 4 is a block diagram illustrating a second sys- 
tem made in accordance with the invention for adding 
one binary number to a second binary number; 

60 FIG. 5 is a block diagram illustrating one system 
made in accordance with the invention for subtracting 
one binary number from a second binary number; and 

FIG. 6 is a second block diagram illustrating a second 
system made in accordance with the invention for sub- 
6 _ tracting one binary number from a second binary 
number. 

Turning now to the drawings, FIG. I is a block dia- 
gram of a conventional, prior art ripple counter. 
The counter illustrated in FIG. 1 comprises five stages 
70 designated 1-1 through 1-5. Each stage has an input 
and two outputs; the outputs are designated as the true 
output X and the complementary output X. The input 
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to the first stage is connected via a line 11 to an input 
terminal 13. The X output from the first stage is con- 
nected to the input of the second stage; the X output 
from the second stage is connected to the input of the 
third stage; the X output of the third stage is connected 5 
to the input of the fourth stage; and the X output of 
the fourth stage is connected to the input of the fifth 
stage. The X output of each stage is connected to an 
output terminal 15. 

As is conventional, the X output from any stage can 10 
have a 0 (no voltage) condition or a 1 (voltage) con- 
dition. The X output is the complement of the X output 
for any predetermined condition; that is, if the X output 
is 0 the X output is 1 and if the X output is 1 the X out- . _ 
put is 0. Further, for purposes of illustration, each stage 0 
is triggered by a 1; that is, the transition of the input sig- 
nal from a 0 to a 1 triggers each stage. For example, if X 
of stage 1-1 goes from 0 to 1, it triggers the stage 1-2. 

Prior to inserting a pulse into the counter all of the X 20 
outputs are 0 and all of the X outputs are 1. When a pulse 
is applied to the first stage 1-1, it triggers that stage, 
switching the outputs; that is, the X output switches from 
0 to 1 and the X output switches from 1 to 0. Because the 
X output is 0 there has been no transition from 0 to 1, 25 
however, and stage 1-2 is not triggered. 

Upon the occurrence of a second pulse, the first stage 
again switches; that is, the X output switches to 0 and the 
X output switches to 1. Because the X output becomes a 
1, it triggers the second stage 1-2 to switch its outputs, 30 
that is 1-2’s X output becomes 1 and its X output be- 
comes 0. Hence, after the first two pulses have occurred, 
the output from the five stages — reading from left to 
right — is 01000. Upon the occurrence of a third pulse 
stage 1-1 again switches and the output reads 11000. In 35 
this manner prior art ripple counters of the type illus- 
trated in FIG. 1 count pulses. 

FIG. 2 is a block diagram illustrating an apparatus for 
adding a binary number to a counter in accordance with 
the invention. FIG. 2 comprises five binary counter stages 40 
illustrated as 2-1 through 2-5, respectively. The input 
to 2-1 is connected to the input terminal 13. The X out- 
put of each stage is connected to the input to the sub- 
sequent stage in a manner similar to that illustrated 
in FIG. 1. The X output to each stage is connected to an 45 
output terminal 15. By this connection stage 2-1 is the 
lowest significant digit; stage 2-2 is the next highest 
significant digit; stage 2-3 is the next highest; stage 2-4 
is the next highest; and stage 2-5 is the highest significant 
digit. 50 

In addition, FIG. 2 illustrates a second input to each 
stage from separate input terminals. That is, a first sepa- 
rate input terminal 17 is connected to the input of 2-1. 

A second separate input terminal 19 is connected to the 
input of 2-2 and a third separate input 21 is connected 55 
to the input of 2-3. Similarly, a fourth separate input 23 
is connected to the input of 2-4 and a fifth separate input 
terminal 25 is connected to the input of 2-5. While the 
separate inputs are illustrated as separate inputs to each 
stage, in reality they arrive at the same point as the input 60 
from the previous stage. They are, however, illustrated as 
separate lines because in a specific application of the in- 
vention, isolation diodes would be contained in the 
stage input lines to prevent feedback. 

In accordance with the invention, the block diagram C5 
system illustrated in FIG. 2 can add two binary numbers. 

One number is contained in the counter; it may have been 
put there through the application of a pulse chain to the 
input terminal 13 in a conventional manner as described 
with respect to FIG. 1, for example. Assume that the 70 
binary number 10110 is contained in the counter; this 
binary number is equivalent to the decimal number 13. 
Also assume that it is desired to add the binary number 
11010 to the number 10110. This second number (11010) 
is equivalent to the decimal number 1 1 and is applied to 75 
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the separate input terminals 17-25 of the counter stages 
2-1 through 2-5, respectively. Specifically, a 1 is applied 
to the separate input 17 of stage 2-1; a 1 is applied to the 
separate input 19 of stage 2-2; a 0 is applied to the 
separate input 21 of stage 2-3; a 1 is applied to the 
separate input 23 of stage 2-4; and a 0 is applied to the 
separate input 25 of stage 2-5. 

Assume that the separate inputs are sequentially applied 
in a right to left direction. When the 0 is applied to the 
separate input 25 of 2-5 nothing occurs; the output ter- 
minal 15 of stage 2-5 remains at 0. Hence, at this point 
the output from the counter is still 10110. 

When the 1 input is applied to the separate input 23 
of 2-4 it causes that stage to switch. When stage 2-4 
switches, its X output goes from 1 to 0 and its X output 
goes from 0 to 1 which triggers 2-5 to switch its X and X 
outputs from 1 to 0 and 0 to 1, respectively. Hence, at 
this point the X outputs of the stages are 10101. 

When the 0 input is applied to the separate input 
terminal 21 of 2-3 it creates no change. Hence, the output 
remains 10101. 

When the 1 is applied to the separate input terminal 19 
of 2-2 it causes 2-2 to switch its X output from 0 to 1, 
and its X output from 1 to 0. Because X of 2-2 merely 
goes to 0, 2-3 does not switch. At this point the counter’s 
combined output is 11101. 

When the 1 input is applied to the separate input ter- 
minal 17 of 2 r-1, it causes that stage to switch its X output 
from 1 to 0 and its X output from 0 to 1. When 2-1’s 
output goes from a 0 to 1 it triggers 2-2. When 2-2 is 
triggered, its X output goes from 1 to 0 and its X output 
goes from 0 to 1. When the X output 2-2 goes from 
0 to 1, it triggers 2-3. When 2-3 is triggered, its X out- 
put goes from 1 to 0 and its X output goes from 0 to 1 
to trigger 2-4. When 2-4 is triggered, its X output goes 
from 0 to 1 and its X goes from 1 to 0. Because its X 
output goes from 1 to 0, 2-5 is not triggered. Hence, the 
final output is 00011, which is 24 in decimal numbers 
which is equal to 13 plus 11. 

The foregoing has described an apparatus for adding 
two binary numbers. The addition function occurred be- 
cause the counter was connected as a forward ripple count- 
er; however, if the counter were connected as backward 
counter the 11 would have been subtracted from the 13. 
The subtraction function will be more fully discussed 
hereinafter with respect to the operation of FIGS. 5 and 6. 

It will be appreciated that the foregoing description 
of FIG. 2 describes a simple apparatus for adding one 
binary number to another binary number. Essentially the 
invention requires that the output from each stage of one 
counter or register be applied to the input of a correspond- 
ing stage in a second counter. Preferably, triggering pulses 
cause a time sequential application of the outputs from 
the stages of one counter to the second counter to provide 
a “settling down” time after each switching operation. This 
sequential operation is accomplished in an add system by 
the apparatus illustrated in FIGS. 3 and 4; and it is ac- 
complished for a subtract system by the apparatus illus- 
trated in FIGS. 5 and 6. 

FIG. 3 comprises a first counter designated counter A 
and a second counter designated counter B. A is a five 
stage counter with the stages being designated as 3A-1 
through 3A-5, respectively; similarly, counter B is a five 
stage counter with the stages designated as 3B-1 through 
3B-5, respectively. An input terminal 27 is connected to 
the input of the first stage 3A-1 of counter A; and an 
input terminal 29 is connected to the input of the first 
stage 3B-1 of counter B. The X output of each stage of 
counters A and B is connected to the input of the subse- 
quent stage in the manner illustrated in FIGS. 1 and 2. 
The X outputs of counter B are each connected to one of 
a plurality of output terminals 15. 

In addition to the counters, the system illustrated in 
FIG- 3 includes five two-input ANE) gates designated as 



A-l through A-S, respectively, and a time delay circuit 
31. The X output of stage 3A-1 is connected to one input 
of A-l and the X output of stage 3A-2 is connected to 
one input of A-2. The X output of 3A-3 is connected to 
one input of A-3 and the X output of 3A-4 is connected 
to one input of gate A-4. Finally, the X output of 3A-5 
is connected to one input of gate A-5. 

The output of A-l is connected to the separate input 
of 3B-1; the output of A-3 is connected to the separate 
input of 3B-2; the output of A-3 is connected to the sep- 
arate input of 3B-3; the output of A-4 is connected to 
the separate input of 3B-4; and the output of A-5 is con- 
nected to the separate input of 3B-5. 

A timing pulse is applied to the time delay circuit 31 
via an input terminal 33. The time delay network distrib- 
utes the timing pulse to a plurality of lines connected to 
the second inputs of the AND gates A-l through A-5 
so that the gates are switched on sequentially. That is, 
A-5 receives the first timing pulse; A-4 receives the sec- 
ond timing pulse; A-3 receives the third timing pulse; 
A-2 receives the fourth timing pulse; and A-l receives 
the fifth or last timing pulse. By this timing arrangement 
the outputs of stages 3A— 1 through 3A-5 are sequentially 
fed into stages 3B-1 through 3B-5 with the highest value 
being fed first and the lower values following in descend- 
ing order. 

The operation of Counter B illustrated in FIG. 3 is 
identical to the operation of the counter illustrated in 
FIG. 2 with Counter A acting as the location of the sec- 
ond number. That is, a number from Counter A is added 
to a number in Counter B exactly as the number 11 was 
added to the number 13 in the description of the opera- 
tion of the counter illustrated in FIG. 2. The gates and 
time delay sections are provided to eliminate the problem 
of a stage, such as 3B-3, receiving a pulse from A-3 at 
the same time it received a pulse from 3B-2. If this were 
permitted to occur these two pulses would be interpreted 
by 3B-3 as one pulse and 3B-3 would only switch once, 
whereas, for correct system operation it is necessary for 
3B-3 to switch twice for two pulses. Hence, the timing 
system provides for a “settle down” period after each 
stage input has been added before a lower order stage 
input is added. For example, a time is allowed for the 
system to settle down after 3A-5 is added to 3B-5 and 
prior to 3A-4 being added to 3B-4. 

FIG. 4 illustrates an alternative embodiment of the 
invention suitable for adding a number in a register to 
a number in a counter with a time delay means to pre- 
vent erroneous operation. Specifically, the system illus- 
trated in FIG. 4 comprises a register designated as reg- 
ister A and a counter designated as Counter B. Both the 
register and the counter are five-stage devices with regis- 
ter A’s stages designated as 4A— 1 through 4A-5 and 
Counter B’s stages designated as 4B-1 through 4B-5. 
Register A’s stages are not coupled together, but, each 
stage is connected to a separate input terminal 35. The 
input terminals of register A could be connected to a 
memory device for the parallel readout of binary num- 
bers contained in the memory, for example. 

The connection of Counter B is identical to Counter B 
of FIG. 3 except that the output of each stage of Counter 
B is connected through a time delay prior to insertion 
into a subsequent stage. Specifically, the X output of 4B-1 
is connected through a first time delay TD— 1 to the input 
of 4B-2; the X output of 4B-2 is connected through a 
second time delay TD-2 to the input of 4B-3; the X out- 
put of 4B-3 is connected through a third time delay TD-3 
to the input of 4B-4; and the 'X output of 4B-4 is con- 
nected through a fourth time delay TD-4 to the input of 
4B-5. The X outputs of Counter B’s stages are individually 
connected to the plurality of output terminals 15. The 
input to the first stage of register B is connected to the 
input terminal 29. 

As in the embodiment of the invention illustrated in 
FIG. 3, five two-input AND gates designated A1 through 


A-5 are selectively connected between the X outputs of 
the A register and the separate inputs to the stages of 
Counter B. That is, the X output of 4A-1 is connected 
to one input of A-l; and the output of A-l is connected 
to the separate input of 4B-1. The X output of 4A-2 is 
,;> connected to one input of A-2 and the X output of 4A-3 
is connected to one input of A-3. The output of A-2 is 
connected to the separate input of 4B-2 and the output 
of A-3 is 'Connected to the separate input of 4B-3. Simi- 
10 larly, the X output of 4A-4 is connected to one input of 
A-4 and the X output of 4A 5 is connected to one input 
of A-5; while, the output of A-4 is connected to the sepa- 
rate input of 4B-4 and the output of A-5 is connected 
to the separate input of 4B-5. 

15 The second inputs to the AND gates A-l through A-5 
are all connected to a terminal 37 which is adapted for 
connection to a timing pulse source. Hence, when the 
gates are pulsed by a single pulse from the pulse source, 
the outputs of the A register are immediately applied to 
20 inputs of the B counter. However, due to the time delays 
connected between the B counter’s stages, any time one 
of its stages is switched, it does not immediately apply 
its new output to the nxt stage; rather, a period of time 
occurs which is sufficiently long to allow the next stage 
25 to “settle down” after receiving its pulse application from 
its A register stage. After this settling down period has 
elapsed, prior pulse stages may apply pulses to subsequent 
stages and a second settle down period of time passes. 
Thereafter, a third switching can occur and so on. Hence, 
30 the system illustrated in FIG. 4 provides for a settling 
down period of time after each switching action to pre- 
vent erroneous outputs which would result from two in- 
puts being applied to a particular stage at the same time. 

It will be appreciated that the system illustrated in 
35 FIGS. 3 and 4 provides a simple apparatus for adding 
one binary number to a second binary number. Prefer- 
ably, the second binary number is contained in a counter; 
however, the first binary number can be in a counter or 
in a register. Further, the register can be a parallel reg- 
40 ister as illustrated in FIG. 4 or it can be a serial or shift 
register. It is the interconnection between “A” and “B” 
that provides the addition function not the type of counter 
or register which “A” happens to be. Moreover, FIGS. 3 
and 4 illustrate alternative systems for providing a “set- 
45 tling down” period for each stage to prevent erroneous 
outputs. It will be obvious to those skilled in the art, 
however, that other suitable means can be used to per- 
form this function. 

FIG. 5 illustrates one system for subtracting one binary 
50 number from a second binary number. Essentially, the 
system illustrated in FIG. 5 is similar to the system illus- 
trated in FIG. 3; the only change is that Counter B is a 
backward counter as opposed to the forward counter of 
FIG. 3. All this means is that the outputs are taken from 
55 the X side of the counter’s stages as opposed to the X 
side. Except for this change, the system illustrated in FIG. 
5 is identical to the system illustrated in FIG. 3. Specifi- 
cally, Counter A includes five stages designated as 5A-1 
through 5A-5. The input to the first stage is connected to 
60 an input terminal 27. The B counter also includes five 
stages designated as 5B-1 through 5B-5. Five AND 
gates are connected between the counters and to a time 
delay system in the manner illustrated in FIG. 3 and dis- 
cussed above. The input to the first stage of Counter B 
65 is connected to an input terminal 29. 

In operation, register B counts down, or backs up, by 
a count of one for each input pulse. Similarly, each sepa- 
rate input to each stage counts down by the power of 2 
represented by that stage. For example, if the Counter B 
70 contains the number 101 10 as seen at the output terminals 
15, which is equal to the decimal number 13 and Counter 
A contains the number 11010, which is equal to the deci- 
mal number 11, the A number can be subtracted from 
the B number. Specifically, the output from 5A-5 is first 
75 applied through A-5 to the separate input of 5B-5 by 
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the first timing pulse. This is a 0 input to that stage, hence 
the binary number in register B remains 10110. 

When the input from 5A-4 is applied to SB-4, it 
switches 5B-4. That is, 5B-4’s X output which was pre- 
viously a 1 switches to a 0 and its X output switches from - 
0 to 1. However, because the X output is unconnected 
it has not effect. Further, because the X output of SB-4 
switches to 0 it applies no switching signal to the input 
of 5B-5. Hence, 5B-5 does not change. At this point the 
output is 10100. 10 

Next, the 5A-3 output is applied through AS to 5B-3. 
Because it is a 0, it causes no change in the output of 
5B-3 and, hence, no change in the output of 5B-4. At 
this point, the output is still 10100. 

The next change is a 1 applied by 5A-2 through A-2 15 
to 5B-2. This switches the output of 5B-2 from a 0 to a 1. 
When the output of the X side of SB-2 switches from a 0 
to a 1, it triggers 5B-3 to switch its X output from a 1 
to a 0. The now 0 output of X of 5B-3 does not change 
5B-4. Hence at this point, the output is 11000. The 1 
applied by 5A-1 through A-l to SB-1 switches its X 
output of 1 to 0; when X switches to a 0, it does not 
change 5B-2. Hence, the resulting output signal is 01000. 
This represents the decimal number 2; and 13 minus 11 25 
equals 2. Hence, the system operates to subtract one 
binary number from a second binary number. The time 
delay system provides for a setting down function in 
the same manner hereinabove described with respect to 
the addition systems of FIGS. 3 and 4. Hence, that por- 30 
tion of this embodiment will not be further discussed. 

FIG. 6 illustrates a second apparatus for subtracting 
one binary number from a second binary number, and is 
similar to the addition system illustrated in FIG. 4. One 
change is that the outputs of the B counter are taken 35 
from the X side of the B stages as opposed to being taken 
from the X side of the stages, thereby making B a 
backward counter. The second change is that register A 
is a shift register as opposed to the parallel register illus- 
trated in FIG. 4. 40 

The system illustrated in FIG. 6 comprises a five stage 
shift register A with the stages designated as 6A-1 
through 6A-5. It includes five AND gates designated as 
A1 through A-5, and it also includes a five stage counter 
B with its stages designated as 6B-I through 6B-5. Four 4 _ 
time delay networks are also provided. One is located 
between 6B-1 and 6B-2; one between 6B-2 and 6B-3; 
one between 6B-3 and 6B-4; and the last is located be- 
tween 6B-4 and 6B-5. The outputs at terminals 15 are 
connected to the X side of the B counter’s stages. An in- 50 
put terminal 27 is connected to the input of the first 
stage of the A register and an input terminal 29 is con- 
nected to the input of the first stage of the B register. A 
shift input terminal 39 is commonly connected to the 
shift terminals of all of the stages of the shift register A. 55 
Further, a time pulse input 37 is commonly connected to 
the second input of all of the AND gates. The first input 
of each of the AND gates is connected to the X side of 
one of the A register stages in the manner illustrated in 
FIG. 4 and the output of each AND gate is connected go 
to a separate input of the counter B stages also in the 
manner illustrated in FIG. 4. 

The system illustrated in FIG. 6 operates identically 
with the system illustrated in FIG. 5. That is, the B 
counter, because of its connection is a backward counter. 65 
Hence, the binary values from the A register are sub- 
tracted from the B register in the manner hereinabove de- 
scribed with respect to FIG. 5. The individual time delay 
systems provide a setting down period for each B stage 
after it is triggered by an A stage in the manner described 70 
with respect to FIG. 4. 

It will be appreciated that the structure of FIGS. 5 
and 6 is a simple system for subtracting one binary num- 
ber from a second binary number; while the structure of 
FIGS. 3 and 4 is a simple system for adding one binary 75 
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number to a second binary number. It will also be ap- 
preciated that none of the systems require separate add 
or subtract stages to provide the respective addition or 
subtraction function. The number to be added or sub- 
tracted is directly added to or taken from the number to 
which it is to be added to or subtracted from. Hence, a 
very simple apparatus for adding or subtracting numbers 
directly has been provided. The systems are less suscepti- 
ble to failure because they eliminate the necessity of 
separate systems to add and subtract and thereby reduce 
the number of components that are necessary to prior art 
devices. Further, the elimination of components reduces 
weight and size. 

It will be appreciated by those skilled in the art and 
others, that although the description has been directed to 
five stage devices, any number of stages can be utilized 
when connected in the manner hereinabove described. 
Hence, the invention may be practiced otherwise than as 
specifically described herein. 

What is claimed is: 

1. Apparatus for performing an arithmetic operation 
between two binary numbers comprising: 

a first binary means having a plurality of stages for 
storing a first binary number; 
a second binary means 'having a plurality of stages for 
storing a second binary number; and 
a gating means for selectively interconnecting the out- 
puts of the stages of said first binary means to the 
inputs of the stages of the second binary means; said 
gating means further including a time delay means 
for generating timing pulses and a plurality of AND 
gates each having at least a first input, a second in- 
put, and an output, said first input of each AND 
gate connected to an output of one stage of said first 
binary means, said second input of each AND gate 
connected to said time delay means, and said output 
of each AND gate connected to the input of the 
stage of said second binary means that corresponds 
to the stage of said first binary means to which said 
first input of said AND gate is connected. 

2. Apparatus as claimed in claim 1 wherein each of 
said stages of said first binary means are serially con- 
nected and wherein each of said stages of said second 
binary means are serially connected. 

3. Apparatus for performing an arithmetic operation 
between two binary numbers comprising: 

a first binary counter having a plurality of stages for 
storing a first binary number; 
a second binary counter having a plurality of stages for 
storing a second binary number; 
a gating means for selectively interconnecting the out- 
puts of the stages of said first binary means to the 
inputs of the stages at the second binary means, said 
gating means further including a plurality of AND 
gates, each having at least a first input, a second in- 
put, and an output, said first input of each AND 
gate adapted for connection to a pulse source, said 
second input of each AND gate connected to the 
true output of the stage of said binary register with 
which it cooperates, and said output of each AND 
gate connected to the input of the stage of said binary 
counter that corresponds to the stage of said binary 
register to which said second input of said AND 
gate is connected; and wherein a time delay means is 
connected between the complementary output of 
each stage and the input of the next higher-order 
stage of said binary counter. 

4. Apparatus for performing an arithmetic operation 
between two binary numbers comprising 

a first binary counter having a plurality of stages for 
storing a first binary number; 
a second binary counter having a plurality of stages 
for storing a second binary number; 
a gating means for selectively interconnecting the out- 
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puts of the stages of said first binary means to the 
inputs of the stages at the second binary means, said 
gating means further including a common terminal 
and wherein said gating means includes a plurality of 
AND gates, each having at least a first input, a g 
second input, and an output, said first input of each 
AND gate connected to the output of one stage of 
said first binary counter, said second input of each 
AND gate connected to said common terminal, and 
said output of each AND gate connected to the input 10 
of the stage of said second binary counter that corre- 
sponds to the stage of said binary counter to which 
said first input of said gate is connected. 

S. Apparatus of claim 4 further including a time delay 


10 

means connected between adjacent stages of said second 
binary counter. 
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